210 SMS210N4 1 SALES MATERIALS SYSTEM 04/24/98 11:59 

Item: 541874 Finished Good ITEM MAINTENANCE FN: _ 

Description of Item: Action(C,D,R,’ '): Next Item: _ 

S DOR CONV/GAS B2G1F DISPLAY KIT-6/98 Status: A Item Type: F 

L Active Item: Y 

Prime Whse: W150 Refurb #: 0 

Multi Whse: N Corres #: 0 

Std Note Code NV Cycle Count: 00 

Sku Reserved: 

Sku Available: 16091 

Asset Code: TA Asset Prom No: 0 Sku in Process: 0 


Exp Code: TA Exp Prom No: 800433020301 Sku Backordered: 

Brand Code: 4200 DORAL Budget Code: 4200 Number BO: 

Repackable: N Sku Pkg: SKU Sku on Hand: 16091 

Ups Flag: Y Po Pkg: 1.000 Future Not Rsvd: 

United Inch: 63.00 UPC: Sku Alloc Avail: 131581 

Sku Weight: 1.9500 Sku/Mast Pk: 1.000 

Sku Cube: 1.2177 Ma.ster Pk: N (Y/N) Avg Sku Cost: 2.2636 

Invntry Mgr: WGDLG KAY MCCAFFREY 

Allocated: Y Sku/Mast Pk Per Pallet: 0 $ Onhand: 36423,5876 

Program Mgt: . Category: 023 420 361 POS KITS C LE: 0.0000 
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Source: https://www.industrydocuments.ucsf.edu/docs/kncn0,000 


